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CHAPTER  I 


TITLE  AND  PURPOSE 


^   Section  1.01 


TITLE 


This  Resolution  shall  be  known  and  cited  as  the  Granite  County 
Ploodplain  Resolution.   This  Resolution  is  in  accordance  with 
and  exercising  the  authority  of  the  laws  of  the  State  of 
Montana. 


Section  1.02 


A. 


PURPOSE 

To  promote  the  p\iblic  health,  safety,  and  general  welfare, 
to  minimize  flood  loses  in  areas  subject  to  flood  hazards, 
and  to  promote  wise  use  of  the  floodplain,  this  Resolution 
has  been  established  with  the  following  purposes  intended: 

To  guide  development  oi'  the  floodway  area  of  the  Coiinty 
consistent  with  the  eniimarated  findings  by: 


Reccg/iiZiiT'g  the  right  and  need  of  water 
courses  to  psriodijally  carry  more  than 
the  noxvicu..   flow  cf  water; 


Q 


B. 


2.  Participating  in  coordinating  efforts  of 
"federal,  state,  and  local  management 

activities  for  floodway  areas;  and, 

3.  Insuririg  that  ret,^^l3tions  and  minimum 
standards  adopted,  insofar  as  possible, 
balance  the  greatest  public  good  with  the 

least  private  injury. 

Specifically^  it  is  the  puipose  of  this  Resolution  to: 


3" 


Reatric-o  or  prohibit  uses  which  are  dangerous 
to  healt},!.,  safety  oi  property  in  times  of 
flool;.  or  causu  increased  flood  heights  or 

velocities; 

Require  tnat  vsas   vu..Lnerable  to  floods, 
includxiQS  public  facilities  which  serve 
su.ch  useSj  be  provided  with  flood  pro- 
tcctioa  at  th.e  tiir_fc  of  initial  construction; 

Develop  and  provide  information  to  identify 
lands  which  are  unsuited  for  certain  develop- 
ment purposes  because  of  flood  hazards; 


■^ 


k.         Distinguish  between  the  land  use  regulations 

applied  to  the  designated  floodway  and 
those  applied  to  that  portion  of  the 
designated  floodplain  not  contained  within 
the  designated  floodway;  and, 

5.  Apply  more  restrictive  land  use  regulations 

within  the  designated  floodway. 

6.  Reduce  future  expenditure  of  puhlic  funds 

by  minimizing  the  potential  for  economic 

loss. 


€ 


Q 
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CHAPTER  II 


GETIERAL-  PRO'vloICNS 


Section  2.01  l^THOK.USED_j:0„,M[A]^S_Fl^^ 


Distrj/-'-&  aa  eFtablish-ci  by  T^hig  Resolution  are  defined  by 
the  de:  xgnated  ilac:ij::laini;  and  designated  flocdways  as 
offxGi;:.lly  adopted  07  the  Ifcntana  Board  of  Natural  Resources 
and  Cc;:i3£rvatxcii,  Helena,  Hcntana, 


Section  2.02 


c 


Section 


JT]RISK;5:riGKAL  ^  4^ 

Tlii^  R  ^K-l:.:tion  oha,ll   apply  "f^o  all  lands  uitnj.n  the  jurisdic- 
tion ■  'trrcoantv  ot  Crcndta,  ^-^ontana,  sb;:wn  on  the  Official 
Flood  ?,.;.r  Ms)p  as' bexng  located  i^xt.hin  the  districts  estab- 
lished find  aefmed  herein. 


Section  2.03        ESTAEU;SH}EM  pFJ^F?^ 


The  Ofiicjal  Flocdplain  ''lap,  tosether  with  all  explanatory 
m^ttir  thereon  and  attached  tber^^to,  including  officially 
adort.^:  s-Mdies,  maps,  and  prcfxlos  of  +he  dcnignated  flood- 
pDaVna  anri  -locdwav3,  are  nereb3^'  adopted  by  reference  ana 
dec-'--  -'.   -o  b-  a  t^wz  rrr:   tni3  Resola-cion.   The  Oflicial 


Plocdp'^  am  Map   sh£. 


De   01 


1  j-j-^'^i 


n  the  Office  of  the  Granite 


County  Cloiilnd'hecoraar  and  m   the   Offxce  of  the  Granite 
County  Planning  bos-rd. 

TbG   Douncarle.   of  the   deci^nated  flo-dp^ain  and/or  designated 
floodwa-  shall  bi   detc^'oared     by   ^.calxng  distances  on  tne 
of-^icia'i    ?"ooar.i^ir.  !-aos.      Wbere   interpretation  is  needed  as 
to"tVv   e-:a,ct  IccaPio::.   if  tde  boundaries   as   shown  en  the 
^^...,^_--;    jr-,,„-.f.-o  =^"  i'^-;VE     the  Fa oodpl ain  Adaiinistrator  sha-ii 
l:;:;;r%.,:'l..r,^,^:.,ieP^of  ^b':.i:ral  1^^-sources   and  Conser^^tici?. 
hV-^i*,.   -h-   fb;PPTr:in.aticn-      .fc.-ty  pe:-.^cn  ecn-esting  the   Icoaticn 
.''f   ->-.roep'i  r.c^i.od  fj.ucdpla:.n  oi"  dosigna-t.sid  floodway  ocundary 
^v^^''--p^:,^t'"-^as^'^!"^  oUb7,it  h.j.?   ov;n   -technical   e'/idence  to 

■'^J'.:'    n,^|:'^'I!^.,,'V^.,-/-f';.,:.;';\,  J-:    R,,,,;on'\>os   ann   dcn^ervat-on  m  acco.- 
d£ncrwi.d"'appeab.^'  pxx)cedai.s   es  ::abii.h.ed  by  that  agency. 


Section  2.05 


corifiJiiiic;:* 

bo    --i-ucture   or  l.nid  u^e   f=hall   nyr=..fter  be   ased,    and  n_o 
3-c-actnr-   sba'"' 1    be   Iccao^.d.    extended,    ecn^rerted,    or  struc- 
-ura^lv   alter-d  wi.i:io.;^  fui:    cornpliaace  wi-ch  the  terms  of 
tnia  ir  aolab2,on  and  otner  ap:;-llcable   resalabions.      vheae 
-e^^la-fcirii.'^  meet    nhe   n.ininiuir;  re.u:uirenients   as   sei:  forxn  m 
ih^^lontana  Bo^.rb  o^'  i^atural  Ronoarces   and  Conservation 
Ad::.o.ni&trative   Ordei'  bb-    3^-3-35    dated  July  2b5    19 ("  r- 


€» 


S^lgg^ 


# 


Section  2.06 


^ 

\ll^ 


ABROGATION  AND  GREATER  BESPONSIBILITY 

It  is  not  intended  by  this  Resolution  to  repeal,  abrogate, 
or  impair  any  exist:' .r_g  easements,  covenants,  deedrestrictions, 
or  undsriying  zona.ng.   Eowever,  where  this  Resolution  imposes 
greater  restrictions,  the  provisions  of  this  Resolution  shall 
prevail.  All  other  resolutions  and  ordinances  inconsistent 
with  this  Resolution  are  hereby  repealed  to  the  extent  of  this 
inconsistency  only. 


Section  2.0? 


Section  2.08 


c 


Section  2.09 


IMTERPPZiTATIOIT 

In  their  interpretation  and  application,  the  provisions  of 

this  E^aolutinn  shall  be  liberally  construed.in. favor  of  the 
goverr:lngboay  and  shall  nuu  be  dfeemed  a  limitation  or  repeal 

of  any  other  powers  granted  by  state  statutes. 

WJffiMMr  AM3_giSCT_,,A.IMER  OP  LIABILITY 

This  Resolution  does  not  imply  that  areas  outside  the  flood- 
plain  boundaries  or  land  uses  permitted  within  such  areas  will 
always  be  toxally  free  from  flooding  or  flood  damages.  Nor 
shall  this  Reso?-ution  create  a  liability  on  the  part  of,  or  a 
cause  of  action  acainst,  the  Gotinty  of  Granite  or  any  officer 
or  emp].oyee  thereof  for  any  flood  damages  that  may  result  for 
relian3e  upon  this  Resolution. 

SEVEMBILITY 

If  any  section,  clause,  provision,  or  portion  of  this  Resolu- 
tion is  adjusted  unconstitutional  or  invalid  by  a  court  of 
competent  jurisdiction,  the  remainder  of  this  Resolution  shall 
not  be  aifect&d  thereby. 


Section  2.10 


raq^ECTION  _0F  JtS30JRCES 

No  provj.sion  of  this  Rs -solution  shall  prevent  the  complete 
ui^'s,    dsvelopr.ient,    or  recovery  of  any  mineral,    forest,   or 


agricultural  re^curce  by 


:n5 


owner  thereof. 


Section  2.11 


NOTICE  TO  pnoFiDPaj::  c'^jners 


Priov  to  the 
property  own-: 
nated  iloodt^-;: 
certified  'r;,-:,:i 


■fsct:i^-e  datg  of  this  Resolution,  all  known 
:  Wutoin  -oiMs  designated  floodplain  and  desig- 
cf  \"r.2  pr''jpoE'ed  district  shall  be  notified  by 
b;;  ^n-^   Co'inty  of  Granite,  Montana,  that  their 


property  i3  loc-'-.ticd  ■•d.th.ln  the  designated  floodplain  or 

design^ited  floodT-ray  and  is  subject  to  regulation.   A  list  of 

all  property  ownsjia  co  notified  shall  be  sent  to  the  Depart- 
ment of  Natural 


o 


Q 


Section  2.12 


DISCLOSURE 

All  property  owners  in  a  designated  floodplain  or  designated 
floodway  must  notify  potential  buyers  or  their  agents  that 
S'j-ch  prcperty  is  located  vjithin  the  designated  floodplain  or 
floodway  and  ±3   subject  to  regulation. 


Section  2.13 


DOC;JMEri'nATIO?J  OP  l<<C^3C)NFCiK€.:^G  USES 


Section  2.l4 


In  order  to  document  existing  and  nonconforming  uses,  aerial 
phoxoEraph  rccordo  shall  be  established  for  each  adopted 
floodpli,in  distr:', ot, 

DEFINITIONS 


Ac_c  e  s  so£y_Use 
or  Structure 


A  use  cv   stractu:"e  on  the 
custom-rily  incide:ota^  an^. 
use  or  Gtructurs. 


:arn.e  lot  with,  and  of  a  nature 
oubordinant  to,  the  principal 


Alteration 


^ 


'dditicn  to 


.n  r.rtifioj.a.1  obstruction  that 


Any  chr.nss  oi 

either  incre.pses  t}.--;  r,ir.e  -f  the  artificial  obstruction  or 
increases  its  T)Gtei:';:.:.al  flood  hazard.   Maintenance  of  an 
artificial  cbctr-ii'^iicn  i.';:  no"  an  alteration.   Eowe^^er,  the 
repair,  rccc •■■;.::  urv'- oi on,  or  improvement  of  e,n  artifici.al 
obstruction,  ih.--  cost   of  v'b._;  ^h  ecualo  cr  exceeds  fifty  (50) 
pei'cent  of  tri:;  c.ctual  za-ih  value  of  the  artificial  obstruc- 
tion either  before  the  improveiacnt  ic  .::tarted,  or  if  the 
^""■'.If '  cial  obs'i:ru.cticn  hu..-.  been  da::i?ged  and  is  being  re- 


stored, before  the 
not  aai.ncenancc. 


■:^&-' 


cccured,  ±3   an  alteration  and 


Artificial  Obstruction 


Any  obstruction  vh 
includes;  hj  b  i  ?  n 
eri;  arfxm  e  T 1 1 3  1  e  v  e  ? , 
revet'ifnt,  exravnt 
condiiitj  culvei'u, 
boiy,  fill,  or  oib 
a].ong,  a^ro3:i,,  cr 
way  whioh  n^ay  l;:Nfi^, 
the  flo-J  of  xfv-er; 
Gollecbing  debr::,  s 
where  ilie  nAtur?.! 
doiAjT-streani  to  th? 


■■':-^  is  not  a  natural  cbsbi"uction  and 
ct  j.:;j:aitcJ  to,  any  dam,  wall,  riprap, 

dj-hSj  pj,!Le,  abutnxnt,  projection, 
L0.1;  caar-ncl  rectification,  bridge, 
ie-iice,  binlding,  refuse,  automobile 
"r  an',Zcgo";3  structure  or  matter-  in, 
pi''.3  je-,t;".  ,'i...;  .;  nto  an]/  floodplain  or  flood- 
ie.  r-ntard;  or  change  the  direction  of 

r}.-<\zc:c    hi  itself  or  ^oj   catching  or 
.ac'".;.ed  by  th:t-  water,  or  that  is  placed 
flo7:  of   the  water  vjould  carry  the  same 
damagsi  or  d2tri~::3nt  of  either  life  or 


Channel 


The   geograpriical  area  w. 
artificial  barics   of  a  w, 


bhii-i  either  'tb-e  natural  or 
be"-CGur3e  or  drainway. 


€ 


c 


Channelization 
Project 


The  excavation  and  construction  of  an  artificial  channel  for 
the  purpose  of  diverting  the  entire  flow  of  a  watercourse  or 
drainway  from  its  established  course. 


Designated 
Floodplain 


A  floodplain  whose  limits  have  been  designated  and  estab- 
lished by  order  of  the  Board  of  Natural  Resources. 


Designated 
Floodway 


Drainway 


Establish 


Fill,  Suitable 


i)jj^^ 


Flood 


Flood  Fringe 


Floodplain 


Floodway 


A  floodway  whose  limits  have  been  designated  and  established 
by  order  of  the  Board  of  Natural  Resources. 

Any  depression  two  (2)  feet  or  more  below  the  surrounding  land 
serving  to  give  direction  to  a  current  of  water  less  than  nine 
(9)  months  of  the  year,  having  a  bed  and  well-defined  banks; 
provided  that  in  the  event  of  doubt  as  to  whether  a  depression 
is  a  watercourse  or  drainway,  it  shall  be  presumed  to  be  a 
watercourse. 

To  construct,  place,  insert,  or  excavate. 

Suitable  fill  shall  consist  of  granular  free-draining  material 
placed  in  compacted  layers.   Fill  slopes  shall  be  no  steeper 
than  one  vertical  and  one  and  one  half  horizontal  and  shall 
be  seeded  or  planted  to  provide  vegetation  cover  for  scour 
protection.   Prior  to  placing  fill,  the  area  shall  be  stripped 
of  top  soil,  trees,  stumps  and  other  unsuitable  foundation 
material . 

The  water  of  any  watercourse  or  drainway  which  is  above  the 
bank  or  outside  the  channel  and  banks  of  such  watercourse  or 
drainway. 

That  portion  of  the  designated  floodplain  outside  the  limits 
of  a  designated  floodway. 

The  area  adjoining  the  watercourse  or  drainway  which  would  bi 
covered  by  the  flood  water  of  a  flood  of  one  hxxadred  (lOO) 
year  frequency. 

The  channel  of  a  watercourse  or  drainway  and  those  portions 
of  the  floodplain  adjoining  the  channel  which  are  reasonably 
required  to  carry  and  discharge  the  flood  water  of  any  water- 
course or  drainway. 


Natural 

Obstruction 


Any  rock,  tree,  gravel,  or  analogous  natural  matter  that  is 
an  obstruction  and  has  been  located  within  the  floodplain  or 
floodway  by  a  non- human  cause. 


•-^^f/ 


\ 


^' 


1ll^^_.' 


One  Hundred  (lOO) 
Year  Flood 


Owner 


A  flood  magnitude  expected  to  recur  on  the  average  of  once 
every  one  hundred  (lOO)  years,  or  a  flood  magnitude  which  has 
a  one  percent  {!%)   chance  of  oc curing  in  any  given  year. 

Any  person  who  has  dominion  over,  control  of,  or  title  to  an 
obstruction. 


Permit  Issuing 
Authority 


The  County  of  Granite,  Montana. 


Responsible 
Political 
Subdivision 


Riprap 


Structure 


Watercourse 


The  County  of  Granite,  Montana,  upon  endorsement  of  this 
Resolution  by  the  Montana  Board  of  Natural  Resources  and 
Conservation. 

Stones,  rocks,  concrete  blocks,  or  analogous  material  that 
is  placed  along  the  banks  or  bed  of  a  watercourse  or  drain- 
way  for  the  purpose  of  alleviating  erosion. 

Anything  constructed  or  erected  on  the  ground  or  attached  to 
the  ground,  including,  but  not  limited  to,  buildings,  fac- 
tories, sheds,  cabins,  mobile  homes,  and  other  similar  items. 


Any  depression  two  (2)  feet  or  more 
land  serving  to  give  direction  to  a 
nine  (9)  months  of  the  year,  having 
banks;  provided  that  it  shall,  upon 
Natural  Resources,  also  include  any 
which  would  not  otherwise  be  within 
course. 


below  the  surrounding 
current  of  water  at  least 
a  bed  and  well-defined 
order  of  the  Board  of 
particular  depression 
the  definition  of  water- 


•\i,^^g^ 


\^g^f 


W|^^ 


CHAPTER  III 


ESTABLISHMENT  OP  DISTPffCTS 


Section  3.01 


Section  3-02 


INTENT 

It  is  the  intent  of  this  chapter  to  achieve  the  stated 
purposes  of  this  Resolution  through  the  establishment  of 
districts  wherein  land  use  is  regulated  in  compliance  vd.th 
Montana's  Plcodway  Management  Act  of  197^- 

DISTRICTS 

For  the  purpose  of  this  Resolution,  the  following  use  dis- 
tricts are  hereby  established; 

PP  -  Ploodplain 

W  -   Ploodway 

PP  -  Plood  Fringe 


Section  3«Q3 


C 


TOUNDARIES 

The  boundaries  of  the  districts  established  by  this  Resolu- 
tion coincide  with  the  delineations  for  the  designated  flood- 
plains  and  designated  floodways  as  officially  adopted  by  the 
Montana  Department  of  Natural  Resources  and  ConseiTration. 
Ploodplain  Districts  shall  automatiaally  convert  to  the  two 
district  provisions  of  this  Resolution  (Plood  Fringe  District 
and  Ploodway  District)  upon  adoption  of  floodway  delineations 
for  the  existing  Ploocjplain  District. 


Section  ^.Oh 
A. 


PP  -  FLOODPIAIN 

USES  .ALKjWEg  jgg^HOTJT  PE:H>gTS  ■  ■  . 

All  use-=i  allowed  in  a  designated  floodway  \mder  Section 
3.05  (a)  without  a  permit  shall  also  be  allowed  without 
a  permit  in  the  designated  floodplain  for  which  no  designated 
floodwa.T  is  available , 


B. 


€ 


USES  EEQUIKTI^G  FS^JiVJTS 


allowed  wiLtLxn  uesicnated-  floodways  subject  to  the 
O'.'  a  7>,-;r'iii-:t  cl-iBll  alfo  be  allowed  by  permit  within 


All  U38 

issuano-  _  .  -,.---- 

sny  designabed  floodpl.ai.n  fcr  tTbich  no  designated  floodway 
is  available-   Such  uses  shall  be  subject  to  the • condition? 
noted  in  Section  4.01  c:'  this  Resolution.   In  addition, 
structures  including,  b.;t  not  limited  to,  residential,  com--^ 
mercial,  and  industrial  structures,  and  suitable  fill,  may  b> 
allowed  wj.thijri  any  designated  floodplain  for  which,  a  desig- 
nated floodway  is  not  available  subject  to  the  issuance  of 
a  permit. 
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PROHIBITED  USES 

Prohibited  uses  within  designated  floodplains  for  which 
designated  floodways  are  not  available  shall  be  those  uses, 
with  the  same  exceptions,  that  are  prohibited  within  flood 
fringe  areas  as  provided  in  Section  3-06  C. 


Section  3. 05        FW  -  PLOODWAY 


A.  USES  ALL01^IED  WITHOUT  PERl/CETS 


C^ 


The  following  open  space  uses  shall  be  allowed  without  a 
permit  anywhere  within  the  designated  floodway,  provided 
that  such  uses  conform  to  the  provisions  of  Section  4.06 
of  this  Resolution,  are  not  prohibited  by  any  other  resolu- 
tion or  statute,  and  do  not  require  structures  other  than 
portable  structures,  fill,  or  permanent  storage  of  materials 
or  equipment: 

1.  Agricultural  uses; 

2.  Industrial- co::imercial  uses,  such  as  loading 
areas,  and  emergency  landing  strips; 

3*    Private  and  public  recreational  uses,  such  as 
driving  ranges,  archery  ranges,  picnic  grounds, 
boat  launching  ramps,  swimming  areas,  parks,  wild- 
life managcm.ent  and  natural  areas,  game  farms,  fish 
hatcheries,  shooting  preserves,  target  ranges,  trap 
and  skeet  ranges,  hunting  and  fishing  areas,  and 
hiking  and  horseback  riding  trails,  providing  that 
if  the  anticipated  use  of  any  such  facilities  is 
for  100  people  or  more,  for  a  period  of  two  or 
more  hours,-,  th'^n  sanitary  facilities  must  be  in- 
stalled at  the  ratio  of  one  for  every  anticipated 
50  men  and  one  for  every  anticipated  50  women  in 
accordance  with  the  provisions  of  Section  3. 05  B 
(7)  of  this  E3=;oliztion; 

4.  Forestry,  includin™  processing  of  forest  products 

with  portabl-::  eoripnsnt; 

5.  Rosidontial  ul;c.^,  cv.^-a   a3  lawns,  gardens, 
parking  arras,  a:::!  play  areas; 

6.  Irrigation  and  livestock  supply  wells, 
providod  that  thoy  are  located  at  least 
five  hundred  (50O)  feet  from  domestic 
water  supply  walls;  and, 

7»    Fences,  except  permanent  fences  crossing 
channels. 


• 
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B.  USES  REQUIRING  PEra/CETS 
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The  following  nonconforming  uses  and  artificial  obstructions 
may  be  permitted  within  th°  designated  floodway,  subject  to 
the  issuance  of  a  permit  under  the  conditions  set  forth  in 
this  Section  and  Section  4.02: 

1.    Excavation  of  material  from  pits  or  pools, 
provided  that: 

a.  A  buffer  strip  of  undisturbed  land  of 
sufficient  width  to  prevent  flood  flows 
from  channeling  into  the  excavation  is 
left  between  the  edge  of  the  channel  and 
the  edge  of  the  excavation; 

b.  The  excavation  meets  all  applicable  laws 
and  regulations  of  other  local  and  state 
agencies;  and, 

c.  Excavated  material  is  stockpiled  out- 
side the  designated  floodway. 

2.  Railroad,  highway,  ar.d  street  stream  crossing, 
provided  th-t  the  crossings  are  designed  to  offer 
minim-al  obstructions  to  the  flood  flow. 

3.  Limited  filling  for  highway,  street  and  railroad 
embankments  not  associated  with  stream  cro'ssings, 
provided  that: 

a.  Reasonable  alternative  transportation  routes 
outside  the  designated  floodway  are  not  avail- 
able; and, 

b.  Such  floodway  encroachment  is  located  as  far 
frcm  the  stream  channel  as  possible. 

k.  Buried  or  suapendcd  ulility  transmission  lines, 

provided  that: 

a.   Suspended  ut:, lity  transmission  lines  are 
designed  such  that  the  lov7est  point  of  the 
suspended  line  is  at  least  twelve  (12)  feet 
higher  than  the  elevation  of  the  flood  of  one 
hundred  (lOO)  year  frequency; 
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b.  Towers  and  other  appurtenant  structures 
are  designed  and  placed  to  withstand  and 
offer  minimal  obstruction  to  flood  flows;  and, 

c.  Utility  transmission  lines  carrying  toxic  or 
flammable  materials  are  buried  to  a  depth  at 
least  twice  the  calculated  maximum  depth  of 
scour  for  a  flood  of  one  hundred  (lOO)  year 
frequency.   The  maximum  depth  of  scour  may  be 
determined  from  any  of  the  accepted  hydraulic 
engineerin3  methods j  but  the  final  calculated 
figure  shall  be  subject  to  approval. 

Storage  of  materials  and  rquipment,  provided  that; 

a.  The  material  or  equipm.ent  is  not  subject 
to  major  damage  by  flooding  and  is  pro- 
perly anchored  at  all  times  to  prevent 
flotation  or  downstream,  movement;  or, 

b.  The  m.'=teri£.l  or  equipment  is  readily  re- 
movable within  the  limited  tim.e  available 
after  flood  vrarning.   Storage  of  f lam"aable , 
toxic,  or  explosive  materials  shall  not  be 
permitted. 

Domestic  water  supply  wells,  provided  that: 

a.  They  are  driven  or  drilled  wells  located 
on  ground  higher  than  surrounding  ground 
to  assure  positive  drainage  from  the  well; 

b.  Well  casings  are  water  tight  to  a  distance 
of  at  least  twenty- five  (25)  feet  below  the 
ground  surfcT.cc; 

c.  Water  supply  and  electrical  lines  have  a 
watertight  seal  where  the  lines  enter 
the  casings; 

d.  All  pui-nps  and  electrical  lines  and  equip- 
ment are  either  of  the  submersible  type  or 
are  adequately  flood  proofed;  and, 

e.  Check  valves  are  installed  on  main  water 
lines  at  wells  and  at  all  building  entry 
locations = 
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7.  Buried  and  sealed  vaults  for  sewage  disposal  in  recrea- 
tional areas,  provided  that  they  meet  applicable  laws 
and  standards  adirinistored  by  the  Department  of  Health 
and  Environmental  Saionses  and  the  Granite  County  Board 
of  Health. 

8.  Public  or  private  campgrounds  provided  that: 

a.    Access  roads  require  only  limited  fill  and 
do  not  obstruct  or  divert  flood  waters;  and. 


b.    No  dvjellings  or  permanent  mobile  homes  are 
allowed  (camp  trailoi's  v;ithGiit  wheels  or 
towing  vGhicles  or  ctlierwise  not  quickly 
movable  are  considered  permanent  mobile  homes). 

9.  Structures  accessory  to  the  uses  permitted  in  this 
subsection,  such  as  boat  docks,  marinas,  sheds,  per- 
manent fences  crossing  char^iels,  picnic  shelters  and 
tables,  and  toilets,  provided  tliat: 

a.  The  structurec  are  not  intended  for  h^jman 
habitation; 

b.  The  structures  m.ll  have  a  low  flood  damage 
potential; 

c.  The  structures  will,  insofar  as  possible,  be 
located  on  ground  higher  than  tl'e  surrounding 
ground  and  as  far  from  the  channel  as  possible; 

d.  The  structures  will  be  corstructed  and  placed 
so  as  to  offci-  a  minimal  obstruction  to  flood 
flows ; 

e.  The  structures  will  be  firmly  anchored  to 
prevent  flotaticno;  and, 

f.  Service  facilities  vr..-;:>J,n  these  structures,  such 
as  electrica:^,  heating,  and  plum-bing  f anilities, 
are  flood  proofed  in  accordance  with  Section 
i|-.06  of  thio.  K^sclvticn. 

10.  Golf  courses. 

11.  All  other  ncnconformirg  uses  or  artificial  obstruction: 
not  specifically  listed  in  or  prohibited  by  this 
Resolution. 
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C.  PROHIBITED  USES 
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The  following  artificial  obsti-uctions  and  non- conforming 
uses  are  prohibited  within  the  dssignated  flcodvray: 

1.  A  building  for  living  purposes  or  place  of 
assembly  or  permanent  use  by  human  beings; 

2.  A  structure  or  excavation  (czeept  as  allowed  under 
Section  5.05  B  (5)  and  (9)  of  this  Resolution)  that 
will  cau-9  watar  to  b.3  diverted  frc;n  tac  established 
floodway,  cause  orj^icn,  obstruct  the  natural  flow 
of  water,  cr  reduce  th?  cairying  capacity  of  tho 
floodway; 

3.  Tho  conobriicticn  or  percianent  ciboracs  of  an  object 
(e.TCept  as  allcwol  T.r.der  :"ection  ;p.05  3  (5)  and 
(9)  of  this  !■ -volutin-.)  cubject  to  flotation  or 
movement  durr'n^  fj-ood  Il-=;vel  periods; 

k.  Mobile  hGn-3  wi'^hc-it  ^vh-cln  or  tcwiiib  vehicle-;  or 

otherwise  not  readily  movJ.'.'le; 

5.  Co;amercial  buildings ; 

6.  Solid  wacte  dispc-:!  arc  ..0:1"'  "b^crr/ti^-^  c:rwa;ie 
rysts;-Grj,  ei'.ccpt  an  al  "^ '.vrrd  •- r  approved  under  the 
laws  avid  stand', :■::,'"  C'".'niriisto:r"C- '.  by  the  Departr.ent 
of  Health  and  Eavirr  nf>:'ntal  Seiercco  and  th.e 
Granite  County  ilcalth  Bo.ird. 

7.  Stora-e  of  hid^l;;  tc-Lc,  fla;^i7;ablo.  or  sxplo-ive 
materials. 


Section  3.06     PP_r:.J^?.r'^.J^!':Iy?5 

A.  USES  ALLrrt'IED  WITHOiIT  P-T^lITS 


All  uses  allowed  in  the  designated  floodway  without  a  pevra 
under  Section  3,  05  (A)  of  this  Recolution  shall  also  be  ai: 
without  a  permit  in  the  flood  fringe. 


B.  USES  RT^qUTRING  K 


All   uses  al-C-..'od  in  the  designated  floocvray  subject  to  th---; 
issuance  of  a  peri:.it  under  Section  3-05  (B)  of  this  Resol.: 
tion  shall  also  t'C  allowed  by  permit  within  the  designatf:;d 
flood  fringe «   In  addition,  structures  including  but  not- 
limited  to  residential;  e:;iTa]!'^rcial5  and  industrial  struo- 
tures,  and  suitable  fill,  shall  be  allo^'-ed  by  permit  w_th 
the  flood  fringe  subject  to  the  pi'-ovisions  of  Section  '--05 
of  this  Resolution. 
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C.  PROHIBITED  USES 
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The  following  artificial  obstructions  and  non-conforming 
uses  are  prohibited  within  the  flood  fringe: 

1.  Individual  solid  waste  disposal  and  soil 
absorption  sewage  systems,  except  as 
allowed  or  approved  under  laws  and 
standards  administered  by  the  Department 
of  Health  and  Environmental  Sciences  and 
The  Granite  County  Board  of  Health. 

Solid  waste  disposed  and/or  soil  absorption 
sewage  systems  that  are  approved  and  allowed 
under  laws  or  standards  of  the  Department 
of  Health  and  Environmental  Sciences  may  be 
allowed  as  uses  by  permit  provided  the 
applicant  furnished  to  the  Floodplain 
Administrator  a  written  notice  from  a 
responsible  official  of  the  Granite  Board 
of  Health  that  such  solid  waste  disposal 
and/or  soil  absorption  sewage  system  would 
not  create  a  health,  safety,  or  pollution 
problem  during  flood  level  periods |  and, 

2.  Storage  of  highly  toxic,  flammable,  or 
explosive  materials.   Storage  of  pet- 
roleum products  may  be  allowed  by  permit 

if  buried  in  tightly  sealed  and  constrained 
containers  or  if  stored  on  compacted  fill 
at  least  two  (2)  feet  above  the  elevation 
of  the  flood  of  one  hundred  (lOO)  year 
frequency. 
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CHAPTER  IV 


PERMIT  REQUIREMENTS 


Section  4.01 


PLOODPLAIN  PERMITS 


A. 


c 


B. 


The  following  conditions,  insofar  as  each  is  applicable,  shall 
be  attached  to  each  floodplain  permit: 

1»    If  the  elevation  of  the  flood  of  one  himdred  (lOO) 
year  frequency  is  available,  residential  structure 
must  be  built  on  compacted  fill  as  specified  in 
Section  4.03  (3)  of   this  Resolution.   If  such 
elevation  is  not  available,  the  highest  known  his- 
torical flood  elevation  may  be  used  to  establish 
fill  heights; 

2.  If  the  elevation  of  the  flood  of  one  hundred  (100) 
year  frequency  is  available ,  commercial  and  indus- 
trial structures  must  meet  the  flood  proofing  re- 
quirements eet  forth  in  Section  4.03  W   of  "this 
Resolution.   If  such  elevation  is  not  available, 
the  highest  knoxm  historical  flood  elevation  may 
be  used  to  establish  flood  proofing  heights; 

3.  Proposed  structures  must  be  anchored  to  prevent 
floatation  or  collapse  and  must  be  located  as 
far  from  stream  channels  as  is  practicable;  and, 

k.  Sanitary  sewage  systems  must  be  allowed  and 

approved  under  laws  and  standards  administered 
by  the  Department  of  Health  and  Environmental 
Sciences  and  the  Granite  County  Board  of  Health 
prior  to  any  approval  given  under  this  Resolution. 

Permits  for  floodplain  developments  may  be  modified  or 
denied  if  the  additional  information  shows  that  proposals 
xTOuld  increase  flood  dam.ages  to  other  properties  or  would 
cause  a-  "'hreat  to  the  health  or  safety  of  its  occupants. 


Section  4.02 


A. 


FLOODWAY  PERMITS 

As  provided  in  the  Montana  Water  Use  Act  of  1973)  Sections 
89-880  and  89-892,  R,C.M.  194?,  all  new  surface  water 
diversion  after  July  1,  1973,  require  permits  or  approval, 
respectively  from  the  Department  of  Natural  Resources  and 
Conservation.   "Within  designated  floodways,  the  Department 
of  Natural  Resources  and  Conservation  shall  review  each 
proposed  diversion  or  change  in  place  of  diversion  to 
determine  if  flood  flows  may  be  affected.   If  it  appears 
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that  a  proposed  diversion  or  change  in  place  of  diversion  may 
significantly  affect  flood  flows,  the  Department  of  Natural 
Resources  and  Conservation  may  requi^^e  the  applicant  to  pro- 
vide additional  information  and  to  apply  for  a  permit  with 
the  Ploodplain  .^d' rLn--  brator  under  the  Ploodv/ay  Management 
and  Regulation  Act.   A  permit  under  the  Floodway  Management 
and  Regulation  Act  shall  not  be  granted  if,  in  the  judgment 
of  the  Ploo-dplain  Administratorr 

1     The  proposed  diversion  will  increase  the  upstream 
elevation  of  the  one  hundred  (lOO)  year  flood  a 
significant  amount  (five-tenths  (O.5)  feet  or  as 
otherwise  determined  by  the  Ploodplain  Adminis- 
trator) ; 

2.    The  proposed  diversion  is  not  designed  and  con- 
structed to  minimize  potential  erosion  from 
flooding  of  a  flood  of  one  hundred  (100)  year 
frequency;  and, 

3:    Any  permanent  div.~rsion  structure  crossing  the 

full  width  of  the  stream  channel  is  not  designed 
and  constructed  to  safely  withstand  vx>   to  a  flood 
of  one  hundred  (lOO)  year  frequency. 

New  artificial  obstructions  or  non-conformj.ng  uses  which 
increase  the  elevation  of  the  flood  ,  '  on^  hundred  (100; 
year  frequency  five-tenths  (0.3)  loot  or  which  incrcasa 
flood  velocities  are  prohibited. 

Section  4.03      ZLOOT_^JGE_PEKI.IITS 

A.  Uses  allowed  by  permit  within  the  flood  fringe  are  subject 

to  the  following  conditions: 

1.  Such  structures  or  fill  must  rot  be  prohibited 
by  any  other  statute,  regulation,  ordinance, 
or  resolution; 

2.  Such  structure:!  or  fill  must  be  compatible  with 
local  CGirprehensive  plans,  if  any; 

3.  Residential  structures  must  be  corctructcd  on 
suitable  fill  such  that  the  lowot  finished- 
floor  elevations  (including  base'/funt)  are 
two  (2)  feet  or  more  above  the  elevation  of 
the  flood  of  one-hundred  (lOO)  year  frequency. 
The  fill  shall  be  at  an  elevation  no  lower  than 
the  elevation  of  the  flood  of  one  hundred  (lOO) 
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year  frequency  and  shall  extend  for  at  least 
fifteen  (15)  feet  at  that  elevation  beyond  the 
structure  in  all  directions.   Where  existing 
streets,  utilities,  or  lot  dimensions  make  strict 
compliance  with  this  provision  impossible,  the 
Ploodplain  Administrator  may  authorize  through 
permit  a  lesser  amount  of  fill  or  alternative 
flood  proofing  measures.   The  responsible  poli- 
tical subdivision  shall  notify  the  Department 
of  Natural  Resources  and  Conservation  and  receive 
its  approval  prior  to  approving  any  lesser  fill 
or  alternative  flood  proofing  for  residential 
structures  I 

h.  Commercial  and  industrial  structures  must  be 

either  constructed  on  full  as  specified  in  the 
preceding  sub-paragraph  or  be  adequately  flood 
proofed  up  to  an  elevation  no  lower  than  two 
(2)  feet  above  the  elev2.tion  of  the  flood  of 
one  hundred  (lOO)  year  frequency.   Flood  proof- 
ing shall  be  accomplished  in  accordance  with 
Section  4.o6  of  this  Resolution  and  shall 
further  include  the  following: 

a.  If  the  structure  is  designed  to 
allow  internal  flooding  of  the  lowest 
floor,  use  of  the  floor  shall  be 
limited  to  such  uses  as  parking, 
loading  areas,  and  storage  of  equip- 
ment not  apreciably  affected  by  flood 
water.   Further ,  the  floors  and  walls 
shall  be  designed  and  constructed  of 
materials  resistant  to  flooding  up  to 
an  elevation  of  two  (2)  or  more  feet 
above  the  elevation  of  the  flood  of  one 
hundred  (lOO)  year  frequency;  and, 

b.  Structures  whose  lovrest  floors  are  con- 
structed for  purposes  other  than  parking, 
loading,  or  storage  of  materials  resistant 
to  flooding  shall  be  water  proofed  up  to  an 
elevation  no  lower  than  two  (2)  feet  above 
the  elevation  of  the  flood  of  one  hundred 
(lOO)  year  freqi^cncy.   Water  proofing 
shall  include  inpermieable  membranes  or 
materials  for  floors  and  walls,  and  water 
tight  enclosures  for  all  windows,  doors 
and  other  openings.   These  structures 
shall  be  designed  to  withsta.nd  the  hydro- 
static pressures  resulting  from  a  flood 

of  one-hundred  (lOO)  year  frequency. 
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5.  Roads,  streets,  highways,  and  rail  lines  shall  be 
designed  to  minimize  increases  in  flood  heights. 
VJhere  failure  or  interruption  of  transportation 
facilities  would  result  in  danger  to  the  public 
health  or  safety,  the  facility  shall  be  located 
two  (2)  feet  above  the  elevation  of  the  flood  of 
one  hundred  (100)  year  frequency;  and, 

6.  Public  or  private  structures  and  facilities  for 
liquid  or  solid  waste  treatment  and  disposal  must 
be  flood  proofed  to  insure  that  no  pollutants  enter 
flood  waters.   These  facilities  must  be  allowed  and 
approved  under  laws  and  standards  administered  by 
the  Department  of  Health  and  Environmental  Sciences 
and  Granite  County  Board  of  Health  prior  to  any 
approval  given  by  the  Floodplain  Administrator. 

7.  Agricultural  structures  that  have  a  low  flood 
damage  potential,  such  as  sheds,  barns,  shelters, 
and  hay  and  gx^ain  storage  structures,  must  meet 
the  requirements  of  Section  3-05  (B)  (9)  of  this 
Resolution. 

Section  4.04      FLOOD  COMTROL  WORK  PERMITS 

Since  structural  flood  control  works  often  significantly 
obstruct  and  affect  floodway  flow  capacity,  the  following 
flood  control  measures  may  be  allowed  within  designated 
floodways  subject  to  the  issuance  of  a  permit  and  the 
conditions  set  forth  in  this  Section. 

A.  Flood  control  levees  and  flood  walls  if: 

1.  The  proposed  levees  and  flood  walls  are 
designed  and  constracted  to  safely  convey 

a  flood  of  one  hundred  (100)  year  frequency; 

2.  The  cumulative  effect  of  the  levees  and  flood 
walls  combined  with  allowable  flood  fringe 
encroachments  does  not  increase  the  unobstructed 
elevation  of  a  flood  of  one  hundred  (100)  year 
frequency  more  than  f ive-t Mths  (0.5)  feet  at 
any  point.   The  Floodplain  Administrator  may 
establish  either  a  lower  or  higher  permissible 
increase  in  the  elevation  of  the  flood  of  one 
hundred  (100)  year  frequency  for  individual 
levy  projects,  based  upon  the  following  criteria: 

a.    The  estim.ated  cumralative  effect  of  other 
reasonably  anticipated  future  permissible 
uses;  and. 
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b.    The  type  and  amount  of  existing  flood  prone 
development  in  the  affected  area. 

3.    The  proposed  levees  and  floodwalls,  except  those  to 
protect  agricultural  land  only,  are  constructed  at 
least  three  (3)  feet  higher  than  the  elevation  of  a 
flood  of  one  hundred  (lOO)  year  frequency. 

B.  Riprap,  except  that  which  is  hand  placed,  if: 

1.  The  riprap  is  designed  to  withstand  a  flood 
of  one  hundvnd  (lOO)  year  frequency; 

2.  The  riprap  does  not  increase  erosion  upstream, 
downstream,  or  across  stream  from  the  riprap 
site;  and, 

3.  The  riprap  does  not  increase  the  elevation  of 
the  flood  of  one  hunched  (lOO)  year  frequency. 

C.  Channelization  projects  if  they  do  not  significantly  increase 
the  magnitude,  velocity,  or  elevation  of  the  flood  of  one 
hundred  (lOO)  year  frequency  downstream  from  such  projects. 

D.  Dams,  provided  that; 

1.  They  are  designed  and  constructed  in  accordance  ■ 
with  approved  safety  standards;  and, 

2.  They  will  not  increase  flood  hazards  downstream 
either  through  operational  procedures  or  improper 
hydrologic  design. 

Section  4.03      ADDITIONiUL  FACTORS 

A.  Permits  shall  be  granted  or  denied  by  the  Ploodplain 

Administrator  on  the  basis  of  whether  the  proposed  establish- 
ment or  alteration  of  an  artificial  obstruction  or  nonconforming 
use  meets  the  requirements  of  this  Resolution,   Additional 
factors  that  shall  be  considered  for  every  permit  application 
are: 

1.    The  danger  to  life  and  property  due  to  increased  flood 
heights  or  velocities  caused  by  encroachments; 

"2.  The  danger  that  m.aterials  may  be  swept  onto  other 

lands  or  downstream  to  the  injury  of  others; 
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3=   The  proposed  water  supply  and  sanitation  systems 
and  the  ability  of  these  systems  to  prevent 
disease,  contamination  and  unsanitary  conditions; 

k.        The  susceptibility  of  the  proposed  facility  and  its 
contents  to  flood  damage  and  the  effect  of  such 
damage  on  the  individual  owner; 

5.  The  importance  of  the  services  provided  by  the  pro- 
posed facility  to  the  community; 

6.  The  requirements  of  the  facility  for  a  waterfront 
location; 

7.  The  availability  of  alternative  locations  not  sub- 
ject to  flooding  for  the  proposed  use; 

8.  The  compatability  of  the  proposed  use  with  existing 
development  and  development  anticipated  in  the  fore- 
seeable future; 

9.  The  relationship  of  the  proposed  use  to  the  compre- 
hensive plan  and  floodplain  management  program  for 
the  area; 

10.  The  safety  of  access  to  the  property  in  times  of 
flood  for  ordinary  and  emergency  vehicles; 

11.  The  expected  heights,  velocity,  duration,  rate  of 
rise  and  sediment  transport  of  flood  waters  expected 
at  the  site;  and, 

12.  Such  other  factors  which  are  relevant  to  the  purposes 
of  this  Resolution  and  the  Ploodway  Management  and 
Regulation  Act. 

Section  4.06       FLOOD  PROOFING  REQUIREMENTS 

A.  All  electrical  service  materials,  equipment,  and  install- 

ation for  uses  permitted  with  or  without  a  permit  in  a 
designated  floodplain  or  floodway  shall  conform  to  the 
following  conditions: 

1.   All  incoming  power  service  equipment, 

including  all  metering  equipment,  control 
centers,  transformers,  distribution  and 
lighting  panels,  and  all  other  stationary 
equipment  must  be  locatod  at  least  two  (2) 
feet  above  the  elevation  of  the  flood  of 
one  hundred  (lOO)  year  frequency; 


Q 


^ 


c» 


21 


2.  Portable  and  movable  electrical  equipment  may 
be  placed  below  the  elevation  of  the  flood  of 
one  hundred  (lOO)  year  frequency,  provided  that 
the  equipment  can  be  disconnected  by  a  single 
plug  and  socket  assembly  of  the  submersible 
type; 

3.  The  main  power  service  lines  shall  have  auto- 
matically operated  electrical  disconnect 
equipment  or  manually  operated  electrical 
disconnected  equipment  located  at  an  accessible 
remote  location  outside  the  designated  floodplain 
and  above  the  elevation  of  the  flood  of  one 
hundred  (lOO)  year  frequency;  and, 

4.  All  electrical  v;iring  systems  installed  below 
the  elevation  of  the  flood  of  one  hundred  (lOO) 
year  frequency  shall  be  suitable  for  continuous 
submergence  and  may  not  contain  fibrous  components. 

B.  Heating  systems  for  allox-Jed  and  permitted  floodplain  and 
floodway  uses  shall  conform  to  the  following  conditions: 

1.  Float  operated  automatic  control  valves  must  be 
installed  in  supply  lines  to  gas  furnaces,  so 
that  the  fuel  supply  is  automatically  shut  off 
when  flood  waters  reach  the  floor  level  where 
the  furnaces  are  located; 

2.  Manually  operated  gate  valves  that  can  be  operated 
from  a  location  above  the  elevation  of  the  flood  of 
one  hundred  (lOO)  year  frequency  shall  also  be  pro- 
vided in  gas  supply  lines;  and, 

3.  Electric  haatin^-  systems  m.ust  be  installed  in 
accordance  with  subparagraph  A  of  this  Section. 

C.  Plumbing  systems  for  allox.ad  and  permitted  floodplain  and 
floodway  uses  shall  conform  to  the  following  conditions: 

1.  Sewer  lines ;  except  those  to  buried  and  sealed 
vaults,  m"','st  have  check  valves  installed  to 
prevent  sewage  backup  into  permitted  structures; 
and, 

2.  All  toilets,  stools  J  sinlis,  urnials,  and  drains 
must  be  located  such  that  the  lowest  point  of 
possible  water  entry  is  at  least  two  (2)  feet 
above  the  elevation  of  the  flood  of  one  hundred 
(100)  year  frequency. 
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Section  ^.07       EMERGENCY  WAIVER 
A. 


B. 


Emergency  repair  to  and/or  replacement  of  severly 
damaged  public  transportation  facilities,  public 
water  and  sewer  facilities,  and  flood  control  works 
may  be  authorized  and  permit  requirements  waived  if: 

1.  Upon  notification  and  prior  to  the  emergency 
repair  and/or  replacement,  the  Ploodplain 
Administrator  determines  that  an  emergency 
condition  warranting  iimnediate  action  exists; 
and, 

2.  The  Ploodplain  Administrator  agrees  upon  the 
nature  and  type  of  proposed  emergency  repair 
and/or  replacement. 

Authorization  to  undertake  emergency  repair  and/or 
replacement  work  may  be  given  verbally  if  the  Flood- 
plain  Administrator  feels  that  a  written  authorization 
would  unduly  delay  the  emergency  work.   Such  verbal 
authorization  must  be  followed  by  a  written  author- 
ization stating  the  emergency  condition,  the  type  of 
emergency  work  agreed  upon,  and  a  notation  that  verbal 
authorization  had  been  previously  given. 
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CHAPTER  V 


Section  5^01 


A. 


B. 


C. 


D. 


Q  Section  5-02 

A. 


B, 


ADMINISTRATIOM 
ADMINISTRATOR 

The  Ploodplain  Administrator  is  hereby  appointed  with  the 
authority  to  review  permit  applications  and  proposed  uses^ 
or  construction  to  determine  compliance  with  this  Resolution. 

The  Ploodplain  Administrator  shall  adopt  such  procedures  as 
may  be  necessary  to  efficiently  administer  the  provisions 
of  this  Resolution. 

The  Ploodplain  Administrator  charged  with  the  administra- 
tion of  this  Resolution  shall  maintain  such  files  and 
records  as  may  bo  neceasary  to  document  non- conforming 
uses,  flood  elevations,  fee  receipts,  the  issuance  of  per- 
mits, agendas,  minutes,  records  of  public  hearings,  and 
any  other  matter  relating  to  floodplain  management  in 
Granite  County.   Such  files  and  records  shall  be  open  for 
public  inspection.   In  matters  of  litigation,^ _  the  Granite 
County  Attorney  may  restrict  ao^ess  to  specific  records. 

Copies  of  all  permits  grc^ntcd  must  be  sent  to  the  Depart- 
ment of  Natural  Resources  and  Coi^servation. 

PERMIT  APPLICATIONS 

Uses  vjhich  require  the  insu-nce  of  a  pemiit.  including 
the  expansion  or  alteration  of  such  uses,  shall  not  be 
established  or  undertaken  until  a  permit  has  been  issued 
by  the  Ploodplain  Administrator. 

Permit  applicants  ray  be  required  to  furnish  such  of  the 
following  as  is  deemed  necessary  for  determining  the 
suitability  of  the  particular  site  for  the  proposed  use: 

1.  Plans  in  duplicr.te  drawn  to  scale  or  sketched 
with  dimensiom  srown,  showing  the  nature, 
location,  dimensions;  and  elevation  of  the 
lot,  the  existing  and  proposed  structures,  fill 
storage  of  matcrial.3..  flood  proofing  measures, 
and  the  relationship  of  the  above  to  the  location 
of  the  charnql: 

2.  A  surface  vievj  p].an  showing  elevations  or  contovirs 
of  the  existii'.TT  ^rcund;  pertinent  structure,  fill, 
or  stoir^-e  elc vatic::.:';  size,  location  and  spatial 
arrangement  of  all  proposed  and  existing  structures 
on  the  site:  location  -^.nd  elevations  of  streets, 
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water  supply,  sc/iitar:'  facilities  and;  if 
available,  d':>.ted  p:-'o--gr-.phs  showing  existing 
land  uses  and  chaniiel  conditions  upstream  and 
downstream;  and, 

3.   Specifications  for  flood  proofing,  filling, 
excavating,  grading,  riprapping,  storage  of 
materials,  water  supply,  and  sanitary  facil- 
ities. 

C.  In  addition  to  the  information  specified  in  subparagraph 

B  above,  the  following  information  may  be  required  for 
certain  proposed  uses  in  designated  floodplains  where 
floodways  are  not  available s 

1.  A  minimum  of  four  (4)  surveyed  river  valley 
cross-sections  as  per  instructions  given  in 
Appendix  A,  Field  Survey  Instructions  for 
Flood  Hazard  Evaluations; 

2.  A  surveyed  water  surface  profile  as  per 
instructions  given  in  Appendix  A,  Field 
Survey  Instructions  for  Flood  Hazard 
Evaluations ; 

3.  Certification  by  a  qualified  professional 
engineer  that  flood  proofing  measures  are 
reasonably  adequate  to  protect  against 
major  flood  damages;  or,  a  hydrological 
study  documenting  probable  effect  on  up- 
stream or  downstream  property  owners. 

Section  5-03       EFFECTIVE  DATE 

A.  A  permit  application  is  considered  to  have  been  auto- 

matically granted  sixty  (60)  days  after  receipt  of  the 
application,  except  where: 

1.  The  Ploodplain  Administrator  notifies  the 
applicant  before  the  sixtieth  (6oth)  day 
that  the  permit  is  denied; 

2.  The  Ploodplain  Administrator  notifies  the 
applicant  that  additional  hydraulic  and 
survey  information  is  required  before  act- 
ing upon  the  permit  application;  and, 


3.  The  permit  requires  State  endorsement  as 
in  the  case  of  surface  water  diAT-ersions, 
variances  from  approved  standards,  etc. 
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r-  Section  5-0^ 

A. 


REVIEVI-VAKIA]SrCES-APPEALS 

The  Board  of  Adjustment  shall  hear  and  decide  appeals 
where  it  is  alleged  there  is  an  error  in  any  order, 
requirement,  decision  or  determination  made  by  the 
Ploodplain  dininistrator  in  the  enforcement  or 
adm.inistration  of  this  Resolution. 


B. 


A  Board  of  Adjustment,  designated  by  the  Granite 
County  Commissioners  may,  by  variance,  grant  a 
permit  for  the  establishm^ent  or  alteration  of  an 
artificial  obstruction  or  non- conforming  use 
that  is  not  in  compliance  with  the  minimum  stan- 
dards contained,  in  this  Resolution  only  if: 


€ 


c. 


1.  The  proposed  use  would  not  increase 
flood  heiclits  or  flood  hazard  either 
upstream  or  downstream; 

2.  Refusal  of  a  permit  would,  because  of 
exc eption.?,  1  circumstances,  cause  a  unique 
or  undue  hardship  on  the  applicant  or 
community  involved; 

3.  The  propo'  ed  use  is  adequately  flood 
proofed; 

k.        Reasonable  alternative  location  outside 
the  designated  floodplain  are  not  avail- 
able; and, 

5.   Approval  of  the  Departm-ent  of  Natural 
Resources  and  Conservation  is  obtained 
prior  to  the  approval  by  the  County  of 
Granite  of  any  permit  application  that 
is  in  variance  viith  this  Resolution. 

Appeals  from  any  decision  of  the  County  of  Granite 
or  its  officers  or  agencies  m.ay  be  taken  by  any 
person  or   persons,  jointly  or  separately,  aggrieved 
to  a  court  of  record. 


Section  5-05 


PEES 


c» 


A  processing  fee  of  fifteen  dollars  (S15.OO)  shall  be 
submitted  with  each  permit  application. 
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CHAPTER  VI 


ENFORCEMENT 


Section  6.01 


VIOLA.TION  NOTICE 

The  Ploodplain  Administrator  shall  bring  any  violation 
of  this  Resolution  to  the  attention  of  the  Granite 
County  Commissioners  and  the  Granite  County  Attorney. 


Section  6.02 


COMPLIANCE 


c 


Section  6.03 


Use  permits  issued  on  the  basis  of  approved  plans  and 
applications  authorized  only  the  use,  arrangement,  and 
construction  set  forth  in  such  approved  plans  and  ap- 
plications, and  no  other  use,  arrangement,  or  construction. 
Any  use,  arrangement  or  construction  at  variance  with 
that  authorized  shall  be  deemed  a  violation  of  this 
Resolution,  and  punishable  as  provided  in  .-Section 
6.03.   An  applicant  may  be  required  to  submit  certi- 
fication by  a  registered  professional  engineer  or 
land  surveyor,  or  other  qualified  person  designated 
by  the  Ploodplain  Administrator  that  finished  fill 
and  building  floor  elevations,  flood  proofing,  or 
other  flood  protection  measures  were  accomplished  in 
compliance  with  this  Resolution. 

PENALTIES 


Violation  of  the  provisions  of  this  Resolution  or 
failure  to  comply  with  any  of  the  requirements 
(including  violations  of  conditions  and  safeguards 
established  in  connectiori  vj-ith  variances),  shall 
constitute  a  misdemeanor.   Any  person  who  violates 
this  Resolution  Ox"  iailtj  to  comply  with  any  of  its 
requirements  shall,  upon  conviction  thereof,  be 
fined  not  more  than  one  hundred  dollars  ($100)  or 
imprisoned  for  not  mors  than  six  (6)  months  or  both. 
Each  day  such  violation  continues  shall  be  considered 
a  separate  offense.   Nothing  herein  contained  shall 
prevent  the  County  of  Granite  from  taking  such  other 
lawful  action  r.s   is  n3ceosary  to  prevent  or  remedy 
any  violation. 
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^-         APPEINDIX  A        FIELD  SURVEY  INSTRUCTIONS  FOR  FLOOD  HAZARD  EVALUATIONS 
^   

In  evaluating  a  proposed  use  within  a  floodplain  for  which 
no  floodway  has  been  designated,  the  Floodplain  Adminis- 
trator may  require  the  applicant  to  submit  the  follomngi 

1.   Gross  Sections.   A  minimum  of  four  surveyed  valley 

cross  sections  by  a  registered  land  surveyor  accord- 
ing to  the  following  field  survey  instructions: 

a.  The  surveys  required  are  cross  sections  of 
stream  channels  and  the  floodplain  on  both 
banks . 

b.  One  cross  section  shall  be  taken  at  a  point 
on  the  stream  from  which  it  could  be  extended 
through  the  site. 

c.  Three  cross  sections  shall  be  taken  down- 
stream from  the  site,  each  approximately 
1,000  feet  apart.   In  no  case,  however, 
should  the  fall  in  water  surface  elevation 
between  tvjo  sections  exceed  5»0  feet.   Cross 
sections  should  also  betaken  at  all  bridge 
locations  in  the  reach«   The  cross  section 
farthest  downstream  should  be  located  at  a 
natural  constriction  or  at  a  bridge  crossing. 
Cross  sections  shall  be  taken  at  any  bridge 
location  between  the  site  and  lowest  cross 
section.   All  bridges  in  the  reach  should  be 
described  and  sketched  showing  unobstructed 
waterxfay  openings  and  elevations. 

d.  Distances  between  cross  sections  are 
to  be  determined  by  stadia,  and  these 
distances  and  locations  of  cross  sections 
shall  be  shown  on  the  location  map. 

e.  The  overbank  cross  sections  are  to  be 
extended  to  obtain  a  vertical  ri.  e  of 
fifteen  (15)  feet  above  the  water  surface. 

f.  If  a  U.S.  Geological  Survey  river  gaug- 
ing station  is  within  the  reach  of  the 
stream  under  study,  the  elevation  of  any 
convenient  foot  mark  shall  be  surveyed 
and  clearly  indicated  on  the  location  map. 

g.  Elevations  of  the  water  surface  determined 
by  survey  ?.s  part  of  each  valley  cross 
section. 

h.    Cross  sections  should  be  plotted  on  ten 

divisions  to  the  inch  cross  section  paper, 
using  Qxij  convenient,  identified  scale  for 
vertical  and  horizontal  distance. 
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i.  The  elevation  of  any  known  high  water 
mark  shall  be  identified  and  included 
in  the  survey. 


Profile.   A  profile  sheet  shall  be  prepared  by 
a  registered  land  surveyor  or  registered  engineer 
on  cross  section  paper  of  ten  divisions  to  the  inch, 
showing  the  observed  water  surface  profile,  location 
of  the  cross  sections,  site  boundaries,  riverbank 
profile,  and  thalweg  (lowest  point  of  the  channel 
bottom  along  the  reach  of  stream). 


3-   Reference.   All  surveyed  elevations  shall  be 
tied  to  mean  sea  level  datum  and  the  bench 
mark  used  shall  be  identified. 
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